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In accordance with the procedures agreed upon by Code GP 
and Code KSI, the attached NASA-owned U.S. Patent is being 
forwarded for abstracting and announcement in NASA STAR. 


m The following information is provided: 
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U.S. Patent No. 


Government or 
Corporate Employee 




£A 


Supplementary Corporate 
Source (if applicable) 


NASA Patent Case No. 




NOTE - If this patent covers an invention made by a corporate 
employee of a NASA Contractor, the following is applicable: 


YES 




NO / / 


Pursuant to Section 305(a) of the National Aeronautics and 
Space Act, the name of the Administrator of NASA appears on 
the first page of the patent; however, the name of the actual 
inventor (author) appears at the heading of column No. 1 of 
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[57] ABSTRACT 

A tool for use in lifting a pin-supported, electronic 
package mounted in juxtaposition with the surface of 
an electronic circuit board. The tool is configured to 
be received beneath a pin-supported package and is 
characterized by a manually operable linkage, includ- 
ing an elongated body within which an elongated, rigid 
link is supported for axial reciprocation and a pivotal 
link pinned to the body and supported for oscillation 
induced in response to axial motion imparted to the 
rigid link. A lifting plate is pivotally coupled to the dis- 
tal end of the pivotal link so that oscillatory motion 
imparted to the pivotal link serves to move the plate 
vertically for elevating the plate into lifting engage- 
ment with the electronic package positioned the re- 
above. 

5 Claims, 7 Drawing Figures 
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upstanding legs arranged in substantial parallelism, and 
said rigid link is disposed between the legs. 

3. The tool of claim 2 wherein said means responsive 
to axial motion imparted to said link includes a pivotal 
link supported for oscillation about a first pivotal axis 5 
extending through the base portion of said pivotal link 
and in orthogonal relation with said longitudinal axis of 
symmetry, and a plate having an inverted U-shaped 
configuration pivotally coupled with said pivotal link 
and supported for oscillation about a second pivotal 10 
axis extended through the distal end portion of the piv- 
otal link in parallelism with said first pivotal axis. 

4. The tool of claim 3 wherein said linkage means fur- 
ther includes a cam surface of a wedge-shaped configu- 
ration formed at one end of said rigid link and a cam 15 
follower surface of a substantially arcuate configura- 
tion formed at the distal end of said pivotal link in jux- 
taposition with said cam surface, whereby selected 
axial motion imparted to said link causes said cam sur- 
face to engage said cam follower surface for imparting 20 
arcuate motion to said pivotal link. 

5. A manually operable tool for use in lifting an elec- 

tronic package supported above the surface of a circuit 
board by mutually spaced, vertically oriented pins 
seated in sockets formed in the board comprising: 25 

A. an elongated body of a substantially U-shaped 
cross-sectional configuration having a pair of later- 
ally spaced vertically oriented walls extending in 


6 

parallelism with the longitudinal axis of symmetry 
of said body; 

B. an elongated rigid link of a substantially rectangu- 
lar configuration supported for axial reciprocation 
along a path extended between the walls of said 
body, in parallelism therewith, said link being char- 
acterized by a thumb plate disposed in spaced rela- 
tion with a first end of said body and a camming 
surface disposed at the opposite end thereof, adja- 
cent to the second end of said body; 

C. a force applicator including a pivotal link pinned 
at its base end portion to said body and supported 
for oscillatory motion about an axis orthogonally 
related to the longitudinal axis of said body, a lift- 
ing plate, means including a lost-motion linkage 
coupling said lifting plate to the distal end portion 
of said pivotal link for oscillatory motion about the 
distal end thereof, and a cam-follower surface pro- 
vided at the distal end of said pivotal link within the 
path of said rigid link for engaging said camming 
surface as selected axial motion is imparted to the 
rigid link whereby said .plate is displaced into lifting 
engagement with said package; and 

D. a pair of oppositely curved arcuate members ex- 
tended from said body at opposite sides of said axis 
of symmetry adapted to be received by a pair of 

mutually spaced human fingers. 

♦ ♦ ♦ ♦ ♦ 


30 


35 


40 


45 


50 


55 


60 


65 



